THE COLUMNS OF THE GREEKS

Sptciatty drawn for this work.
We refer to Doric, Ionic and Corinthian as " Orders of Architecture," and these three orders,
illustrated above, belong to the Greek school of builders.   The Doric is the oldest of the three
orders, and the Ionic considerably more ornamental but not so massive.    You can tell Ionic
most easily by the scroll at its capital.   The Corinthian order was greatly developed by the
Romans, and is known by its acanthus leaves on the capital.
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